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DEPARTMENT OF ENERGY 


NOTIFICATION 


The 22nd August 2013 


No.6951 - OHPC - 12 /2013 — The State Technical Committee for Green Energy Development 
Corporation of Odisha Ltd. is hereby constituted for the purpose of On -Grid Solar Power Generation 
as indicated below : 


Chairman 


Member 


Member 


Member 


1. Secretary to Government, Energy Department 
2. Secretary to Government, Finance Department or 

his representative . 
3. Secretary to Government, Science & Technology 

Departmentorhis representative . 
4. Secretary to Government, Revenue & Disaster 

Management Department or his representative . 
5. Secretary to Government, Industries Department or 

his representative . 
6. Engineer- in -Chief (Electricity )-cum -PCEI, Odisha 
7. Chairman -cum -Managing Director, GRIDCO 
8. Managing Director of DISCOM (Concerned ) 
9. RegionalProject Officer, Ministry of Non -Conventional 

Energy Sources . 
10. Managing Director, GEDCOL 


Member 


Member 


Member 


Member 


Member 


Member-Convenor 


By order of the Governor 

P. K. JENA 
Commissioner -cum -Secretary to Government 
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